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COORDINATE REMOTE VIEWING TRAINING (CRVT) 


CRVT Report : 985 


DATE/TIME CONDUCTED: 111115Jan83 


SOURCE #: 63 


SG1A 


^EVALUATION: Complaints of back pain 

Not a SI or S2 site 

Unable to detect and decode signal line 
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